DEC 1951 4-*° 
Approved For Release 2001/03/04 : CIA-RDP81-01036R000100090025-5 
. U.S. Officials Only 


SECRET 
ae aoe | ib 


CENTRAL INTELLIGENCE AGENCY 


INFORMATION REPORT eo 


___ RESPONSIVE TO 


COUNTRY Hungary 


SUBJECT Fuel Depot at Szederkény 


L\ 
£\ fp 


PLACE ACQUIRED 
(BY SOURCE) 


DATE ACQUIRED 
(BY SOURCE) 


DATE DISTR. 2 Dec 1953 


NO. OF PAGES 1 


DATE (OF INFO.) 9 Nov 53 


THIS DOCUMENT CONTAINS INFORMATION AFFECTING THE NATIONAL DEFENSE 


OF THE UNITED STATES, WITHIN THEMEANING OF TITLE 18, SECTIONS 703 
AND 794, OF THE U.S. CODE, AS AMENDED, ITS TRANSMISSION OR REVE- NO. OF ENCLS, 
LATION OF ITS CONTENTS TO OR RECEIPT BY AN UNAUTHORIZED PERSON 18 

5 REPRODUCTION OF THIG REPORT Js PROH aI TED 


Sai SUPP. TO 
THIS 1S UNEVALUATED INFORMATION REPORT NO. 


1. The fuel depot of Szederkény is on the Pées--Mohacs highway, about twenty 
kilometers east of Pécs. On older maps the place name Nyomja is usually the 
only one that appears. Szederkény and Nyomja were first brought together 
under the name Szederkény in 1950. 


2. The depot oceupied a Space of about four by eight hundred meters, north of the 
highway. The Pées-Mohacs highway is of great importance, since these two big 
industrial cities can be reached by rail only through many detours. ‘The depot 
has about twenty-five fuel tanks, They are about fifteen meters long by seven 
to eight meters wide. They are buried about ten meters deey, under concrete, 
They are hard to see from above, being concealed by foliage and turf. Entrance 
is by ladders, 


3e They are guarded by about forty or fifty Soviet soldiers. The one-story guardhouse 
is at the entrance. The guard has telephone communication with its unit at Pécs, 
and also with Budapest. By day, the depot is guarded by posts inside barbed wire 
entanglements, At night this zone is illuminated and patrolled. The local 
population is forbidden to approach the wire. The guards fire without warning, 
if any one approaches the wired zone. 


4. There is another fuel depot at Ocsa, twenty-five kilometers south of Budapest. Ib 
is on the single-track Budapest~-Keeskemét railway line. On a small scale, 1¢ already 
existed during World War IIb:, was destroyed. In the autumn of 1951 it was again 
establisiivu., 46 13 mow under control of the Air Force Upkeep Division in Budapest. 


5. In the Ocsa depot there are fifteen tanks of different sizes, Some are fifteen 
by eight meters, others twelve by six meters. The containing walls are twelve to 
fifteen mm thick. All shelters are in concrete pits and are protected from over~ 
head observation. 
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